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OZATH BY TANGO. 


Plastic Grannies is the creation 
of artist/writer, Mychoflo 'Mike' 
Kazybrld, who has worked 
professionally in the comic book 

Industry for over 3A years, this mainly 
on licensed characters and titles 
Such as Wallace & Gromit Shaun the 

Sheep, Duckula, Dan germ ouse, The 
Tick, Matt and the Cat (Transformers 
UK), to mention but a small few. 


His work equally Includes six years 
producing daily cartoon strips for 

provincial newspapers such as 
the Bradford Telegraph & Argus, 

and later the Manchester Evening 
Mews, and more recently drawing 
the Wallace & Gromit daily cartoon 

strip In The Sun, His work has ranged 
from children's books, international 

comic strips for mobile phones, to 


four years in broadcast television. 
Much of h is artwork is showcased on 

http://ka ly bn d sc h arc cter ere atlo n. 
blogspot.com/, this includes 
showing original pencils and inks 
of the Wallace & Gromit strips. His 
cartoons can also be seen in the 
Two Men and a Ghost feature in 
Haunted Magazine, 































































FIND OUT WHAT 
EMMA HAS TO SAY 
























Hi Emma, it's great to have you in our 
magazine! Tell us, what have you been up to? 

Thank you, it’s a pleasure to be asked to feature 
in this magazine! I've been such a busy bee 
lately... shoots, shoots and more shoots... so Tve 
been in underwear a lot! I'm also in my last year 
of University now so I’m working hard everyday 
- see models can also have brains too. I’m also 
applying to the Emirates Airlines open day to be 
an air hostess, I’ll love the uniform! 


Is this your first photo shoot for a magazine? 

No this isn’t my first, I've modelled for Zoo 
Magazine a few times before! It’s so much fun! 

Who are your modeling aspirations? I love 
Rosie Huntington-Whiteley as she looks amazing 
no matter what she has on and she's never had 
any plastic surgery - a true natural woman! 

What is your favourite tattoo and why? My 

favourite tattoo has to be my little dove on the 
side of my hip... it’s cute but sexy! 

If you could do a sexy photo shoot with any 
model, who’d it be? Caitlin Wynters she’s a 
regular zoo cover girl! She's got curves in all the 
right places and always looks so hot! I'd love to 
do a naked shoot with her. 


How do you prepare for a modeling shoot? I 

keep it very natural -1 don’t do all that fake tan 
malarky... just simple hair and make up,but not 
too much! 


How would you describe your style? Well I'm 
a very bubbly character - so I'm always laughing 
and having a j oke with the photographer and I 
even have a good gossip! Hehe, who doesn’t like 
a good goss? I always have music playing as it 
helps me pose better... I get into the modelling 
grove haha! It's always a very laid back and easy 
going atmosphere -1 always find it goes like that 
when I have a good connection with them! 


WHAT ARE YOUR 
BEST ASSETS? 

I WOULD SAY MY 
BEST ASSETS 
ARE MY TEETH 
(SMILE). EYES 
AND BIG BUM... 
OHH I'VE ALSO 
GOT PRETTY 
GOOD LEGS 
TOO! EVERYONE 
LOVES A BIT OF 
MEAT TO HOLD 
ONTO! 


Images by Adi Dewey 












I eat dominos pizza's 4 times a week., 
yes I have an obsession! Shhhh! 


for if you were a man? I would most 
definitely go for a brunette! With green 
eyes as it’s that little more unique! 
Someone who’s up for a load of fun 
and can have a laugh at themselves! I 
couldn’t stand someone to serious! I’d 
also have to go for someone with some 
common sense too. 




wishes? I’d find the perfect man for 
me, as it seems hard to find these days! 
Model for a front cover of a magazine! 
Also walk into the job I’ve always 
wanted - as it’s a very hard industry to 
get into - might sound boring but its 
something I want out of life! 


















































What is the naughtiest 
thing you have done? God 

there’s too many to list! I’ve 
done many naughty things 
involving the sea and hot 
tubs... and that’s all you 
need to know. You can have a 
guess! 


What is the naughtiest thing 
you want to do? I’d be up for 
doing many naughty things, 
it would be too rude to put on 
here. Haha! 

What’s a guaranteed 
turn on for you? Someone 
who’s an amazing kisser... 

It’s always a good start to 
anything! Also someone who 
can give me the butterflies 
inside - as that doesn’t happen 
often with me. 


What's your trademark in 
the bedroom? You'd have 
to get in the bedroom with 
me to find out! It wouldn’t 
disappoint. 


Could you beat a kangaroo 
in a fight? Haha I best hop on 
a plane to Australia and find 
out for you. I'm not as weak as 
I look though! 


Blonde or brunette? 

Brunette most defiinetly... 
looks so much classier! 


Finally, any last words to our 
readers? Thank you for reading!! 
Hope all you lovely people 
enjoyed my feature!! Never 
forget make love...not war! 



























JSKYCHAT EXC LUSIVE: jS 
THE DEATH OF A DIVA. I 
THE BAT OF AN EYELASH 
AND A SLAP IN THE FACE 


I’d done it. After several failed attempts 
the fake eyelashes were cemented and 
every blink produced a draft. These things 
were huge. Definite peacock material, 
notwithstanding the peacock necklace and 
earrings of course. I entered Livingroom 
amidst a gaze of gasps and the most 


unsubtle of stares. Not that I know anything 
of being subtle. 

Sarah Lawrence looked cute in a fitted blue 
and white striped dressed that emphasised 
her chest. Pretty girl. It was about lam 
that 1 got the text. We were all too busy 
enjoying ourselves in Bijou Club VIP. 
‘Whitney Houston is dead’. It was from 
Anthony Knight (@AnthonyJ_Knight). I 
refused to believe it. I checked Twitter; it 
was trending worldwide. God no. I had to 
tell the others. Tears followed as the news 
infected. 

Fidel the local pest saw me sat down. 
‘Here we go’ I thought. Week after week 
without fail he bugs the absolute crap out 
of me. Grabs my hair, doesn’t take no for 
an answer, etc. Right nuisance, and tonight 
I was in no particular mood for his antics. 
Nice guy deep down, just a bad drunk. He 
grabbed my hair. I stood up straightaway 
‘Do that again and I will punch you in the 











face’ I threatened 
loudly in front 
of his boys. I sat 
back down hoping 
that would be 
enough. It wasn’t. 
In an attempt to 
show off even 
further he tried to 
pull off my right 
eyelash. Enough 
was enough. I 
shot back up 
and cracked him 
in the face. I 
know it was loud 
because people 
heard it over the 
music. I’m not a 
fighter nor do 
condone violence. 


Sometimes 


you 


just have to stand 
up for yourself 
though. There 
was a bit of a 
stand off and 
the atmosphere 
fell tense. For a 
second I thought a 
fight would break 


out, 

he 


but 


then 


disappeared 
quickly into the 
crowd....probably 
to cry. Hopefully 
he ’ll leave me 
alone now. 



@)S 



ka An 


M'T 




* 

i 

ft 



r 


/ 




/ 


/ 


mm 



^ r* 1 

rf 1 


| V V ||ff T1 

; ^ ^ 1 |\ i "1 | 

| 

f ' 

| m 

V * m 

f T 1 

r ip j 

h-+-4fM 

r JT* “i ^ * 

w — 

hf— 


MATT HOI 1)1 N & ( OiR 



///« 


t IV/ MO DmM 










Photographer: Graeme Alton 













Hey Nina, Why has it taken you so long 
to come back to Elite? Being a full-time 
raccoon mom, and a model is quite a time 
consuming venture, but the important bit 
is that 1 am finally back, and you are not 
getting rid of me that easily. 


So what have you been up to? I have 
been planning loads of new and exciting 
collaborations, and projects for 2012, I 
can't wait to get started. 


Can you remember your first shoot? 

What was it like... running around 
Castlefield, in Manchester, with a friend, 
photographer, posing with a replica AK- 
47.. thi nki ng back now, it's lucky we 
didn't get arrested. At the time I wasn't too 
familiar with UK gun laws. 

What are your best assets? My intellect, 
personality, and possibly my lovely set 
of... eyes. 


How did you get in to modelling? I did 

an amateur photoshoot, with a friend of 
mine, who was a hobbyist photographer, 
and it all took off from there. 


If you could do a sexy photo shoot with 
any model, who’d it be? Tom between 
Vicky Blows, and Mosh... can 1 have both 
of them? 


Who are your modeling aspirations? 

World domination of course... on a serious 
note I would love to get featured in some 
popular publications, and a cover would 
definitely be on the agenda. 


If you could be a man for the day, what 
would you do? I would wee standing up, 
cause I'm a rebel. 

Do you ask girls to feel your boobs? You 

could say that, it's my favourite pass-time. 









pher: Graeme Allon 



















If you could be in charge of Elite for a 

week, what would you do? I would get 
a press pass, and gatecrash all the coolest 
parties and gigs. Also would have to 
feature a male model on the front cover, 
for a change. 

So how can a guy impress you? I'm a 

hopeless romantic, so anything cliche and 
cheesy would do, but I also like creativity, 
so a mix of two would be a winner. 


What kin d of girl would you go out for 

if you were a man? Someone you could 
have a decent conversation with, and a 
good set of boobies would be a bonus. 


What would you do if you had three 

wishes? I'd be a smartass and ask for 
unlimited amount of wishes. 


What is the naughtiest thing you have 

done? I used my parents bedroom for 
a sexy photoshoot, while they were on 
vacation... I'm not that much of a badass. 
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What is the na 

to do? Robbing a bank probably :P 


Have you ever kissed a girl? I have 
indeed. 


What’s your trademark move in the 

■ 1 / 

bedroom? Anything that involves me 
being on top;) 

What’s a guaranteed turn-on for you? 

Anything big, hard and.... sparkly! Also, 
anyone who showers me with diamonds, 
of course. 


What’s your rude fancy-dress outfit of 
choice? Naughty cheerleader all the way. 

What’s been your favourite shoots of all 

time? My last photoshoot for Elite was 
definitely up there with the faves. 


Blonde or 


1 


«4 


ette? Doesn't matter as 


long as it comes with a pretty face ;) 



Photographer: Graeme Allon 
















Photographer: Graeme Allon 


Can you describe your 


own boobs 


three 


words? Can't do in three, 
I'll try in four though. Best 
you'll ever see! 


Finally, do you have a 
message 
readers? I would like to 
thank all of you for support 
over the years, and keep 
your eyes peeled for some 
awesome collaborations 
and projects this year. 















EDITH ASSUMED HIM THAT THE'/ KNEW NOTH/NG ABOUT 
THE HAA/PSOME VOUAJG POSTMAN CAST SEEJV TWO DAYS AGO * 

































































BY ADAM JAMESON 


I've only got a couple of minutes before he 
takes over again. 

It has to feed. 

My name isToni Simmons. I used to read left 
leaning blogs and give money to homeless 
people but one fateful day, I became Jeremy 
Kyle. 

I don't mean I like him or shared his warped 
ideas about society; I actually became the 
man himself. 

I've always disliked his show, thinking he 
was causing more harm than good. 

But one day I was walking along the street 

when I noticed a man coughing up blood 
and screaming this is my show, you've had 
your turn. 

Of course I wanted to help the man but 
there something about him, a darkness. Like 
when you look into the eyes of a tramps dog 
or into eyes of an aged train inspector. 


I tried to help the man up but bile was 
pouring from his ears and he was shouting 
your mother sucks cocks in Lidl. 

Well for starters my mother works in HR and 
has never heard of Lidl. He then vomited up 

DNA test kits and offered me a scratch card. 
It has to feed. 

I tried to offer some money until I realised it 
was Jeremy Kyle. 

A zombie looking Jeremy Kyle, he looked 
moments away from death, his eyes lacking 
any soul and a body about to turn into ash 
at any second, it was just like him. 

After recording and laughing at him for a 
few minutes, the bastard bite me. 

I threw him off and the berk turned into a 
pile of radio mic's. 

So I continued about my business but then 
I suddenly ripped the head off a dog that 
barked over me. 






This was quite unlike me and I assumed 
it had something to do with the now 
deceased Kyle biting me, an encounter I 
had planned to sell to The Sun. 

I ran home but on the way I shouted at man 
wearing jogging bottoms to think of his 
kid's well being in the future. 

When I finally reached my street I saw a 
teen pushing a buggy with some shopping 
tied around the handle, I pulled a bottle of 
vodka out of the bag and smashed her over 
the head with it. I shouted this is killing your 
baby, you monster. 

To say this was unlike me is an 
understatement. 

Locking myself in my bed room I became 
to feel a change, a bubbling hatred of poor 
people who failed to raise their children 
and annoyed at people who talked over me 
or for longer than 15 seconds. 

It was then I started to understand, I could 
hear centuries of single mothers screaming, 
drunks pleading their cases and dirty affairs 
involving mothers, daughter and farmers 
from ancient Egypt. 

As the fever took hold of me, I learnt the 
truth. 

Kyle has always been here, from the 
beginning of polite society and the class 

system. 

The parasite has fed on the pain of the 
lower classes for thousands of years, going 
from host to host. 


Its water is the condescending feeling that 
you're better then the wasteful lives in front 
of you. 

Its food is the smug feeling that this could 
never be you. The parasite used to only be 
able to feed on the odd tutting of well to do 
woman but television was the equivalent of 
putting a marshmallow in the microwave, 
shit went massive and impressive. 

And it now names all of its hosts Jeremy 
Kyle. 

It has a constant source of food, and it's 
got greedy. Now when it took over a host it 
changed its appearance to the crazed face 
of Tartarus that haunts ITV but the bile and 
hatred the parasite feeds on is too much 
for a human to handle and after awhile, the 
host dies. 

It has to feed and I am the 12th Jeremy 
Kyle. 

I've only been able to escape the parasites 
control because the families on today's 
show were lower middle class; it needs to 
patronize people on incapacity benefit to 
feed. 

It has to feed. 

I don't have long left but if in the street, you 
see someone being smug and patronizing 
to someone because they think they are 
superior, don't join in and spread the 
infection, call them a cunt. 

It has to feed and you're feeding it. 





Photographer: Mike Cohen 



Hi Gigi, did you have fun on your shoofwith Mike? 

Is the Pope Catholic? Haha I love shooting with Mike 
it’s always fun and there’s never a dull moment, who 
wouldn’t have fun with Mike! Check him out... 

What are your best assets? My bum without a doubt. It 
gets more comments and compliments than anything else 
which clearly goes to show ‘bums are the new boobs! ’ 










































So you think the bum is the 
new boobs? 100% yes! Every 
girl has a set of boobs but not 
every girl has a great bum and 
you can’t really buy a good 
bum! Bum implants are solid 
not an option if you want a 
good bum. 


Rumor has it your boobs 
are going to get bigger... 
what's that all about? I 

found out I had PIP implants 
in, so what better time to be 
out with the old & in with the 
new! Bigger & better boobs! 
And with what I’ve got in 
the pipeline this will be the 
icing on the cake, but you’ll 
have to wait & see as I’m 
not giving anything away not 
even to you guys! 


If a guy wants to approach 


you, how should he go 
about it? That would depend 
on what he was approaching 
me for;) haha. 


What's your sexiest outfit? 

To be honest I’ve so many 
I guess it’s just a matter of 
opinion! 

What are you like on a night 
out - bit of a party animal? 

I am! I wouldn’t even kn ow 
where to start with what I ’ m 
like out but I’ll go by what 
my friends say about me. I’m 
a handful, mental & always 
the life & soul of the place. I 
make everyone laugh but not 
sure if they’re laughing at me 
or with me haha. 















EVERY GIRL 
HAS A SET 
OF BOOBS 
BUT NOT 
EVERY GIRL 
HAS A GREAT 

BUM AND 
YOU CAN’T 
REALLY BUY 






















Where would your ideal location be 

for a sexy shoot? I would LOVE to 
do a shoot at the Acropolis in Athens, 
Greece. I’m Greek so it would make me 
so proud, plus I’ve always wanted to 
have photos taken there as a kid. 

Would you rather be the driver of a 
tank or a pilot of a helicopter? Driver 
of a tank only if it was a crystalized 
pink one! I’m scared of flying so a 
helicopter, so it wouldn’t work. 

If you could have a super-power what 

would it be? You know the movie 
Jumper, I’d want his powers! 

What would you like for your 
birthday? A guaranteed winning 
lottery ticket to the Euro Miliions. 

Being more realistic though I wouldn’t 
mind a white Ferrari Enzo as its my 
favourite car! 


What's your drink of choice? I love 
ice-cold cherry juice! Yum! 


What's is your favorite film? I don’t 
have one as I’ve not taken acting 
seriously yet! Haha... No no, in all 
honesty I’ll have to say Casino I love 
DeNiro. I could watch it all day and all 
night. 


What makes an awesome night for 
you? The company. Without good 
company it could never be an awesome 
night, no matter where you are, what 
you’re doing or how much is being spent. 


Have you got anything planned for the 
summer? I do, L.A, Spain, Greece & 
South Africa. GlGI’s going Global baby! 


What was the last sexy thought you 
had? It had to do with hair pulling... A 
girl likes it rough! Haha. 






Who has been your favorite Elite girl 
so far? Rosie Roff and my answer to 
‘why’ would be just look at her... she’s 
hot! 


Have you ever taken any DIY snaps 
on your camera phone? Haha loads! 

If I ever lost my phone whoever would 
find it would be one of the best days of 
their life! Naughty naughty! 

Is it better to give or receive? To 
receive. Sorry but I’m more of a taker 
than a giver. 

When you are not dabbling with 
the ladies, what type of man would 
you go for? Tall, cute, tattoos, smart, 
funny, funky, strong, not your every 
day guy, has to be one in a million. I 
like a man that when you go out it’s 
nearly impossible to come across anyone 
remotely close to him in everyway. I 
like him to be rare. Hold on... I’ve just 
described my fiance! 

Have you done anything naughty 
recently? I’m always being naughty, 
naughty is my middle name. Being good 
is boring. 


Where can be people see more of 
Gigi? I’ve got my website up and 
running now, you can visit it at www. 
gigipetite.com. It’s constantly evolving 
as new ideas and touches are regularly 
added to make it hotter and more fun 
to visit! Soon we will be adding behind 
the life of GIGI, it’s going to be a fully 
behind the scenes video and photo 
gallery to give you access behind the 
scenes. You can also follow me through 
my official Twitter and link up to my 
official Facebook fan page. 






















































Photographer: PICFX 






Hi Gemma, it’s great to have you in our 
magazine! Tell us, what have you been 

up to? I havn’t been up to very much at 
all. I’ve been going to muay thai to train 
train train... working at the club (yawn 
makes me very tired girly.) Emm I had 
a photoshoot with PICFX the other day 
and also a photoshoot to update my ring 
card girl pictures other than that I’ve been 
eating and sleeping, that’s about it really. 

Who are your modeling aspirations? 

I dont think I’d aspire to be anyone but 
myself as 1 think the models these days 
have changed their bodies too much and 
don’t look very model like anymore, but if 
I have to choose I would say Lucy Pinder 
as I think she is amazingly gorgeous <3 

What are your best assets? I get told 
my bum as it’s big for a white girl' haha. 
Also I think my eyes and stomach are 
what I like the most. 


If you could do a sexy photo shoot with 
any model, who’d it be? My choice 
would be Lucy Pinder as I said... she’s 
amazingly gorgeous! 


How do you prepare for a modeling 
shoot? Well it usually takes me about 3 
hours to prepare for a shoot as I have to 
wake myself up, get a nice hot shower 
dry & curl/straighten my hair which takes 
ages, then I have to moisturise and do my 
makeup then I have to pack and repack 
my bag just so I havn’t forgot anything... 
I always forget something however many 
times I check my bag. 


It is often said that a model should have 
a good personality. What personality 
traits do you think you have that should 
make you a good model? Well I think 
I’m pretty outgoing and I think you have 
to be outgoing to get on with everyone. 
I’m very friendly and approachable. I 
know how to take a joke without getting 
offended, I’m happy-go-lucky... if it 
works, it works, if it doesn’t try again till 
you succeed:) 

Describe the atmosphere when you're 
on a shoot. Do you play music? Do you 
talk with the photographer between 

shots? The atmosphere is always great 
when I’m on a shoot... always making 
jokes with the photographer with the 
music playing in the background so I can 
have a little boogie. I would never do a 
photoshoot if I felt uncomfortable. 


How would you describe your style? I 

would describe my style as sexy casual. 
I love my tight leggings and vest tops, 
everything is always tight fitted showing 
off what my momma gave me :p hehe. 


Have you ever popped out in public? If 

I have I didn’t know about it haha. 


If you could be in charge of Elite for a 
week, what would you do? I would get 
as many pictures of bums, turns and boobs 
as I could and have a massive competition 
to see whos got the best. Then I| would 
do a whole magazine spread on that one 
person, their life and their qualities ;) 




\ 













So how can a guy impress you? He 

would have to be able to sing, cook, 
clean and be romantic :) haha. 

Is there anything unusual about 
you? I hate shopping :) It’s boring 
and awful! 

What kind of girl would you go out 
for if you were a man? She would 
have dark hair, blue eyes, not too tall 
but not too short and be very toned... 
with a great personality. 

What would you do if you had three 

wishes? I would get a boob job... be 
able to drive and be rich. 

What's a guaranteed turn on 
for you? Biting, kissing, rubbing, 
licking... you name it :P 


Have you ever kissed a girl? Who 

hasn’t. 


What's your trademark in the 
bedroom? That would be giving 
away my secret;) 

Could you beat a kangaroo in a 
fight? Probably not as I’m tiny and it 
would probably bounce on my head 
and squash me. 

Blonde or brunette? Brunette all the 
way :D 

Finally, any last words to our 
readers? Never let your past ruin your 
present, it’s not worth your future <3 
Thank you very much for taking your 
time to read my interview and I hope 
you all like my latest pictures. 














ographer: PICFX 















AON NOW KNEW THAT HE WAS OUTOTH/S PEPTH WJTH 

THE PE was TEO OAANO CANYON CHEST TATTOO. 







































































Hi Kirstie, it's great to have you in 
our magazine! Tell us, what have 
you been up to? Thank you! I've been 
working part time in a little cafe/bistro 
which I've loved! At the moment I'm in 
Peterborough working with a girl that 
has her own online vintage clothing & 
accessories shop. I'm also doing shoots 
in between here, there and everywhere 
as and when I can. I love getting up 
everyday knowing that I'm not stuck 
working in a job that I hate. 



Photographer: David Glover 






Is this your first photo shoot for a 
magazine? This isn't my first shoot for a 
mag no, I've also shot with Nuts and Zoo 
last year. Myself and the photographer, 
David chose the images to go into Elite 
so I'm really looking forward to seeing it 
all put together! 


What are your best assets? I would 
say my best asset is my boobs! They're 
quite big and at the moment they're quite 
pert, for now anyway! I'd also say my 
spontaneity and being independent are 
my other best assets. 


If you could do a sexy photo shoot 
with any model, who’d it be? Sabine 
Jemeljanova! She's also a published model 
represented by Girl Management and my 
first ever published shoot was with her 
for Nuts. She's Latvian, and has the most 
beautiful body that I've ever seen. She's 
got so much sexy appeal about her & just 
oozes with confidence, she's also a really 
down to earth girl. Would love to do a 
sexy shoot with her. 


How do you prepare for a modeling 
shoot? When I know I have a shoot, 
I pack everything the night before. I 
moisturise, tan, put a face mask on while 
painting and doing my nails. Rollers in 
the hair is a must too! I always put where 
I'm going & who will be shooting me on 
Twitter & Facebook for people to follow 
what I get up to too. 


Who are your modeling aspirations? 

I aspire to be like Lucy Pinder. She's 
made an amazing career out of glamour 
modelling and is one of the most well 
known names in the industry. The 
modelling industry is a very competitive 
and challenging industry to get into 
and to actually stay in, but if you 
want something bad enough, you will 
stay dedicated and do anything and 
everything to get where you want to be. 
With Lucy it was just being at the right 
place at the right time and she's worked 
damn hard to get to achieve the position 
she's in now. 


It is often said that a model should have 
a good personality. What personality 
traits do you think you have that 
should make you a good model? A good 
personality is a massive part of being a 
successful model. I personally think that 
if you're friendly, have a good connection 
with the photographer and if you're just 
down to Earth and be you, that is what I'd 
describe as a perfect model. 

Describe the atmosphere when you're 
on a shoot. Do you play music? Do you 
talk with the photographer between 
shots? It's good to have a bit of a laugh 









on shoot, but to also 
contribute with ideas 
as and when you can. 
I constantly talk to the 
photographer throughout 
the shoot. Personally, 1 
need music to shoot to 
the best of my ability. As 
daft as that may sound, 
a good dance or house 
tune makes me feel so 
much more sexier as I'm 
posing. The photographer 
usually asks what music 
1 like first before we get 
started which I like. It 
only works when both 
parts are putting in the 
effort, so as long as the 
photographer get's what 
they want and they're 
happy with the results, 
then I'm happy. 


What’s the best thing 


about having 


big 


boobs? The best thing 
about having big boobs 
is it does generally make 
you feel more womanly, 
and definitely makes you 
feel sexy on shoot, as well 
as in a club, or even out 
shopping! I guess I don't 
know what it's like to be 
without them, but I don't 
think I'd feel as good 
about myself or as sexy 
as I do on shoots without 
them. After all, glamour 
is mainly all about the 
boobs. They're my best 
friends, what would I do 
without them! 
















ave you ever popped out 
public? I have a couple 
' jump suits that I wear to 
) on a night out or just for 
lopping in, theres buttons 
a zip right down the front 
it, the zips come down 


ithout me noticing before 
ith my boob just randomly 
waling out of my bra, or a 
itton popping open without 
e realizing. 


you could be one person 
r the day, who would you 

;? I would absolutely love 
be Peter Andre for the day. 
ot only do I think he's the 
;st looking man ever created, 
e's so down to Earth, is a 
assive family man and has 
i amazing life, experiencing 
• many amazing tilings. I 
id him really interesting as 
person, and never miss his 

lOWS. 


o you ask girls to feel your 
jobs? I've honestly never 
ked a girl to feel my boobs, 
ever thought to to be honest, 
couple of girls have asked 
e if they can feel when I've 
?en abroad though when 
ey've asked if they're real. 

you could be in charge of 
life for a week, what would 
>u do? I would hold naked 
irties & sleepovers with 
^ds, junk food, a hot tub, hire 
DJ & lot's of alcohol and do 
crazy shoot and video for 
lite amongst it all. 



























So how can a guy impress you? Just be 
themselves... be a gentleman... and make 
me laugh a bit. As long as someone has a 
good personality that isn't just interested 
in themselves, that isn't afraid to show you 
off and treat you as you should be, that's 
just an ideal man. Looks is a bonus. 

Is there anything unusual about you? 

There's nothing at all unusual about me. 
I'm probably the most normal person 
you'll ever meet. I do like to travel a lot 
though, my friends are always asking 
where I am in the world. I guess that's 
unusual, that I just take off and go to 
different places. 

hat kind of girl would you go out for 

if you were a man? Someone that was 
down to Earth, cute and made me laugh. 
She'd have to be able to keep up with 
me when drinking alcohol & would be 
a bonus if she followed house music and 
enj oy ed c lubb in g. 

What would you do if you had three 
wishes? For my family, friends and 
myself to be eternally happy. To become 
a full time model living in London, also to 
travel the world and experience anything 
and everything possible. 


What is the naughtiest thing you have 
done? The naughtiest thing I've done is 
probably when I snook off into one of the 
science labs at school after hours as it was 
a community centre too. I really fancied 
the guy I snook off with and we just 
wanted some time alone so the science 
lab it was! 


What is the naughtiest thing you want 

to do? I would love to streak through a 
football match, but I'm not actually that 
daring. 

Have you ever kissed a girl? I've never 
kissed a girl. I can honestly say that I 
don't think I ever would neither. I think 
a girl's naked body is so much more 
sexy than a man's and some girls I find 
extremely attractive, but it doesn't mean 
I fancy them. 

What’s a guaranteed turn-on for you? 

Biggest turn on for me is when a man 
respects me and compliments who I am 
on the inside as well as out. 

Could you beat a kangaroo in a fight? 

No way, I'd end up trying to cuddle it. 
They're too cute. 

Blonde or brunette? There are some 
gorgeous blondes out there it works really 
well for some girls. But the majority of 
models or just girls in general that I th ink 
are pretty are brunettes. Brunettes seem 
to look naughtier & more mischievous 
for some reason. 

Finally, any last words to our readers? 

Thank you for taking your time to read this 
feature on me. I've thoroughly enjoyed 
the interview. Watch this space ;) 


REMEMBER TO FOLLOW 
KIRSTIE ON TWITTER 
@KIRSTIELOUISEP 

































































































Hi Kelli, so what have you 
been up to recently? 1 did 
take 4 months out just to give 
myself a rest, but now I'm 
back modelling full time and 
I'm more determined than 
ever! 



How did you get in to 
modelling? I was browsing 
the net when I was 17 and 
always wanted to be like 
the girls in the mags. I came 
across a portfolio hosting 
site and I got bookings from 
then on. 

Who are your modeling 
aspirations? I'm always my 
own person, though I have 
looked up to Lacey, an Irish 
playboy model. Watcing her 
work all these years has been 
inspiring. 

Can you remember your 
first shoot? What was 
it like... Yeah, I was so 
nervous, but I was made to 
feel at ease and we did get 
some nice images to start my 
portfolio up. 

What are your best assets? 
Definitely my eyes, I can use 
them to my advantage! 

If you could do a sexy photo 
shoot with any model, 
who’d it be? Louise Glover, 

I thinks she is absolutley 
stunning and a great model 
too! 



Photographer: Mark Hare 









































If you could be a man for the day, 
what would you do? I'd be too 
fascinated to find out what its like to 
have a penis, I'd probly just play with it 
all day haha! 

Do you ask girls to feel your boobs? 

One girl has in a club, some people don't 
believe they are real! ? 


What kind of girl would you go out 

for if you were a man? Funny, loves to 
party, but loves dvd nights, has to have 
a good set of legs and of course she has 
to be hot! 

What would you do if you had three 
wishes? Always be wealthy, make sure 
my mum and brothers where set up for 
life and to change the way some of the 
poorer people live! 

Have you ever kissed a girl? Yeah, who 
hasn't? 

Where’s the strangest place you have 
ever had sex? Ml motorway, whilst he 
was driving! Rather interesting... 

What’s a guaranteed turn-on for you? 

My neck being touched, I love it! 

What’s been your favourite shoots of 
all time? The creative ones, it’s always 
good and exciting to see the outcome at 
the end of a shoot. 

Blonde or brunette? Hmm that's tricky. 
I'm forever changing my hair colour... 

Can you describe your own boobs in 
three words? Firm, nice, handful. 


If you could be in charge of Elite for 
a week, what would you do? Make me 
the editor so I could feature in it every 
week! 

So how can a guy impress you? 

Making me laugh, that's the key! 


Finally, do you have a message for 
our loyal readers? Yeah! Follow me 
on Twitter @kellismithmodel you can 
always find my latest news shoots and 
my where abouts 






















Photographer: GlamPics 







































Hey, how are you? Tell us a bit about 
yourself: Hey guys, I'm good thanks! 
Well, I'm Rosie, 22, a model and TV 
presenter from Leeds :) 


So what have you been up to? I've been 
busy living the dream, partying, shopping 
and modelling! I am loving travelling the 
country doing ring card girl for boxing 
and MM A events. 








































How did you get in to modelling? I was 

approached by a modelling agent when I 
was 18 and it took off from there. 

Single or Taken? Sorry guys, taken! 

Is this your first photo shoot for a 
magazine? No, I've done a fair few over 
my career but this is looking like one of 
my favourites! 


Who are your modeling aspirations? I 

respect Katie Price on the business side 
of things and how successful she was 
at promoting herself but I think Emma 
Glover and Jessica Jane Clement are 
gorgeous... I'm thinking a 3 way ;) 

What are your best assets? I've been 
told my eyes & bum ;) 


Photographer: GlamPics 








































If you could be 
one person for 

day, who 
would you be? 



Hugh Hefner, the 
first thing I'd do is 
transfer his money 
into my bank 
account haha. 


Is there a celebrity 
you fancy but 
shouldn’t? Yeah! 
Megan Fox rocks 
my socks! 


If you could be 
in charge of Elite 
for a week, what 
would you do? 

I'd have a top 10 
models feature 
and have them get 
naked and do a 
group shoot for the 
last page! 

So how can a guy 
impress you? 

Simply by making 
me laugh! 

What kind of girl 
would you go out 
fur if you were a 
man? A girl who's 
unbelievably hot 
but like one of the 
lads! 







What would you 
do if you had three 

wishes? I'd wish 
for a successful 
career, health and 
happiness 
all my family & 
friends & then 3 
more wishes. 


What is 
naughtiest 
you have done? 

There's a few 
probably couldn't 


say 


but 


CCTV 


involve 
recordings 
also been caught 
by passing drivers 
in morning 
hour traffic! 


What is 
naughtiest 
you want to do? 

More of the same, 
maybe involving a 
plane toilet! 



Photographer: GlamPics 





What’s your 

trademark move 
in the bedroom? 

Everything and 
anything;) 

What’s a guaranteed 
turn-on for you? 

Neck kissing, ear 
nibbling or even a 
simple sexual eye 
contact! 

Could you heat a 
kangaroo in a fight? 

Hell yeah! I'd wear 
my heels and kick him 
back. I'm only kidding 
I love animals, I'd 
cuddle him instead. 

Blonde or brunette? 

Well having 

experience on both 
teams, I'm definitely a 
fan of the dark side! 

Has any girl in 
particular blown 
you away over the 
years? Megan Fox is 
my girl crush. 

Finally, do you 
have a message for 
our loyal readers? 

I love this mag, it's 
awesome! Keep 
reading I'm sure I'll be 
back very soon, if you 
can't wait till then you 
can find me here at 
www.facebook.com/ 
rosiebeever xxxx 
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Hey! How you doing? I’m great thanks, 
living life to the max. 


So what have you been up to? I’ve 
been very busy at the moment sorting out 
all my photo Shoots, it’s fantastic to be 
busy. 


Is this your first photo shoot for a 
magazine? I’m delighted to say yes it is! 


Who are your modelling inspirations? 

I would have to say it would be the 
sensational Marilyn Monroe. I love her 
Quote ‘I believe that everything happens 
for a Reason’. This is so true for my life! 

So what has been your best shoot so 
far? Think I would have to say my funky 
sexy Lady Gaga shoot. 


What are your best assets? My bum, 
do love my bum... oh and my eyes. 


If you could do a sexy photo shoot with 
any model, who’d it be? She is not a 
model but has modelled I am sure! The 
stunning Dannii Minogue, her kissable 
lips... oh my God! 


& friends, photographers I have worked 
with and still yet to work with, fellow 
models, but most of all and my amazing 
fans. 

If you could be one person for the 
day, who would you be? Again Dannii 
Minogue. She is self motivated, driven, 
stunning, fun, funky and sexy as hell 
like me haha. It has to be her without 
question! 

Is there a celebrity you fancy but 
shouldn’t? I really fancy older guys like 
Russell Crowe. His sensual eyes haha... 
I know I shouldn’t as he is old enough 
to be my father but he does it for me big 
time his sexy voice, accent and his hot 

bum! 

If you could be in charge of Elite for a 
week, what would you do? If I was in 

charge of Elite for a week, I would gather 
beautiful women from across the world, 
from different cultures, of different skin 
shades and do multi cultural photo shoot! 
I love travelling and learning about new 
fun exciting cultures and interesting sexy 
people! 


Have you been up to anything else 
recently? Doing lots of diverse photo 
shoots and giving some of my spare time 
to supporting others, travelling all over 
the UK for shoots too. I try and go to the 
gym every day, I have just started pole 
dance lessons and plus I am attending 
college twice a week! So a busy busy Girl 
indeed. 

So how does it feel to get all that love 
off our website? You must have a lot 
of fans. Amazing! I love my fans to be 
fair and all the support from my family 


Is there anything unusual about 

you? I am an extraordinary, outrageous 
exhibitionist. I love being watched and 
the fact I almost never ever wear any 
underwear. 

So how can a guy impress you? Kindness 
is very important to me but also a nice 
bum too, but kindness firs tand bags of 
personality, a sexy voice and accent! 

What kind of girl would you go out for 

if you were a man? Same thing again! I 
would look for someone kind and caring 

















































with bags of personality and without 
question they have to have a sexy bum, 
intoxicating lush eyes and very kissy 
lips. 


What would you do if you had three 
wishes? Wow. 1 would wish for an infinite 
amount of wishes and then use my wishes 
to make the world a better more peaceful 
placeless wars and suffering! 


What is the naughtiest thing you have 
done? I got very freaky and sensual with 
a girl in a night club and we ended up 
taking over the stage, We started to kiss 
very erotically and 1 enjoyed all the people 
watching us. It really turned me on big 
time haha, as I’m a secret exhibitionist if 
truth be known! 


What is the naughtiest thing you want 

to do? I want to attend an anonymous 
swinging masquerade party. The idea of 
going to a posh place in London purely 
for pleasure is a real turn on. 1 find the 
idea very liberating. 


Have you ever kissed a girl? In the heat 
of the moment Yes 1 have to say. 

Blonde or brunette? Both as I have 
kissed more than one girl in my time. 


Has any girl in particular blown you 

away over the years? I really admire 
Lady Gaga. Many people say I look a 
little like her as well. I really like her style 
and her funky sexy madness. 


Finally, any last words for our readers? 

Just to say a huge thank you for all people 
that voted for me and your readers, I love 
the magazine and please guys keep an 
eye out for me in the future many thanks 
mwah. 


REMEMBER TO FOLLOW 
KAT ON FACEBOOK FOR 
MORE UPDATES. 


Images by Bob Hardy 






























































































